Message 


From: Ewart Burt [bewart(5)facil.umass.eclu] 

Sent: 3/29/2012 4:38:07 PM 

To: 'Sally Ives' [sives@bio.umass.edu]; 'howe@geo.umass.edu' [howe@geo.umass.edu]; 'mwelis@microbio.umass.edu' 

[mwells@microbio.umass.edu]; Patti Cromack [pcromack@cns.umass.edu]; 'Alison' [abardwel@resgs.umass.edu]; 
'mlw@geo.umass.edu' [mlw@geo.umass.edu]; 'bio.ail@bio.umass.edu' [bio.all@bio.umass.edu]; Michael B. 
Friedman [mfriedman@oit.umass.edu]; Marta Piuta [mpluta@oit.umass.edu]; 'Stephen J Burns' 
[sburns@geo.umass.edu]; Susan Denis [sdenis@cns.umass.edu]; 'Sandra L Petersen' [spetersen@vasci.umass.edu]; 
'Mark Leckie' [mleckie@geo.umass.edu]; 'ahageman@research.umass.edu' [ahageman@research.umass.edu]; 
HanchettJames (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMaii- 
01/cn=Recipients/cn=James.Hanchett] 

CC: Pocsik Mark [mpocsik@facil.umass.edu]; Greg DeMarsico [gdemarsico@gabieeiectricinc.com]; Dennis Sullivan 

[Dennis@dasuilivan.com]; 'John Fleming' [JFIeming@dasuliivan.com]; Bob Ouellette [ouellett@facil.umass.edu] 
Subject: Morrill I Fire Alarm Testing on Tuesday Morning 4/3/12 at 6:30 AM 

All , 

Last month the contractors ran a fire alarm test, which revealed that they had to make some changes. So 
unfortunately we will be subjected to another short fire alarm test next Tuesday, 4/3/12, from 6:30AM to 
7:30AM, when the building-wide alarms may be set off for brief periods. The contractors will endeavor to 
minimize this disruption, but codes require that the alarm system be fully heard and seen in action. 

Provided that this test goes well, two additional tests will also be required, approximately two and four 
weeks following. We will schedule these in the early morning to minimize disruption to your operations. 

Thanks for your patience, 

Burt 

Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Facilities Planning Division 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@faci 1 .umass.edu 
Direct Extension: 

Mobi1e: 

Office Main: 

Fax: 


413.5 77. 0128 

413.545.1383 

413.545.3684 


-Original Message- 

From: Ewart Burt 

Sent: Monday, February 06, 2012 2:39 PM 

To: 'Sally Ives'; 'howe@geo.umass.edu'; 'mwells@microbio.umass.edu'; Patti Cromack; 

'splouff@resgs.umass.edu'; 'Alison'; 'mlw@geo.umass.edu'; 'bio.all@bio.umass.edu'; Michael B. Friedman; 
Marta Piuta; 'Stephen 3 Burns'; Susan Denis; 'Sandra L. Petersen'; 'Mark Leckie'; 

'ahageman@research.umass.edu' 

Cc: Pocsik Mark 

Subject: RE: Morrill I, Fire Alarm Testing on Wednesday Moring, 6:15 AM 
All , 

Believe it or not, the Morrill I Vivarium project is nearing completion, with inspections and training 
being scheduled. Of importance to the building's current occupants, a Fire Alarm and Sprinkler test is 
scheduled for Wednesday, 2/7/12 at 6:15 AM until about 7:30. During that period, the building fire alarm 
will be briefly activated a few times to determine that the new fire alarm and sprinkler systems 
installed do, in fact, set off the building alarm system. Once that piece is determined, the rest of the 
tests should be done quietly. 

Thanks for your patience, 

Burt 


Folk OIG PRR 097476 






Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Facilities Planning Division 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart(&faci 1 . umass . edu 
Direct Extension: 

Mobi1e: 

Office Main: 

Fax: 


413 .577.0128 

413 ^^^^^^^ 

413.545.3684 


Folk OIG PRR 097477 




